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In keeping with our assurance on the yth that
the city would not be fired upon for at least forty-
eight hours the desultory firing between the infan-
try forces on either side ceased. On the 9th the
foreign men-of-war and the refugee steamers under
their charge were notified to shift their anchorages
so as to be out of the line of fire. It was noticeable
that while the German and French vessels took up a
position to the northward of the city, the English
and Japanese came over to Cavite and anchored near
our squadron. Later in the day the Concord and
Petrel were sent over in the vicinity of the German
vessels. On the following morning they closed in to
within one mile of the breakwater at the mouth of
the Pasig River. This position they maintained
until the city surrendered.

On the morning of the roth all preparations were
complete for any emergency. Boats and extra gear
had been sent on shore to the arsenal. The ships
were cleared for action with steam up, and waited
only on the word to get under way. But the signal
run up to the Olympiads yard-arm was, "The attack
Is postponed/' General Merritt had come on board
the flag-ship to report that the army was not quite
ready.

However, on the I2th it was announced that the
attack would be delivered upon the following morn-
ing. The 13th dawned as a typical Manila day,
after intervals of rain during the night. The air wasAppendix G, from Malate and
